External USB 6X 4X 6X CD Re writer 


Installation Requirements — Please read before using this equipment. 


SYSTEM REQUIREMENTS 

Make sure your computer has all of the fol- 
lowing before connecting the CD rewriter to 
it. 

• IBM, PC with Pentium 166 MHz proces- 
sor or compatible 

with 

• Windows 2000, Windows 98 SE or later, 
or Windows ME 

• one available USB port 

• at least 32 MB RAM 

• at least 50 MB free hard disk space (for 
installing supplied software) 

• at least 10 MB free hard disk space for 
each minute of music you record (750 
MB total) 


Note: You cannot use the CD rewriter with 
Microsoft Windows 3.1 or Windows 95 or 
with a Macintosh computer. 

SUPPLIED ACCESSORIES 

Make sure you have all of the following ac- 
cessories before disposing of the packing 
material. 

• AC adapter 

• AC power cord 

• MUSICMATCH and Nero software CD 

• Nero operating guide 

• Blank CD-R disk 

• Quick Installation Guide 

• Stand for vertical placement 

• USB device driver floppy disk 

• USB cable 




